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MEDIUM-MU TRIODE 


GENERAL DATA 


Direct Interelectrode Capaci tances - Triode Unit: * 


Grid to Plate. ... 
Grid to Cathode 
Plate to Cathode. . 


Mounting Position 

Maximum Overall Length. . 
jaximum Seated Length 
aximum Diameter 


Pin 1—Filament (+) Pin 6-Grid 
Pin 2-—Plate Pin 7~-No 
Connection 


Pin 3--No Connection 
Pin 4 -No Connection 


Pin 5- Internal Plug -Base 


Connection- 
Do Not Use 


AMPLIFIER -Class Az 
ximum Ratings, Design-Center Values: 
PLATE VOLTAGE 


Typical Operation and Character istics: 


Amplification Factor... 
Plate Resistance . 
Transcohductance . 
Plate Current... 
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Pin 8—Filament (-) 


DATA 


